Riverside Drive 


Riverside Church 


Interchurch Center 


West 119th Street 


Claremont Avenue 


West 116th Street 


COLUMBIA UNIVERSITY 


Juilliard School 


of Music 


Union Theological Seminary 


Brinckerhoff 


Barnard College 


Lehmann 


Barnard 


Watson Lab 


Woodbridge 


West 115th Street 


Watson Lab 


Haskell 


Broadway Presbyterian Church 


West 114th Street 


Broadway 


Jewish Theological Seminary 


West 122d Street 


Corpus Christi Church 


West 121st Street Teachers College 


Horace Mann 


Thompson 


‘West 120th Street 


Pupin Pegram Lab 


Chandler Labs University 


Hall 


Havemeyer 


Univ Hall Annex 
Engineering 


General Studies 


Alma Mater 


Business 
an 


College Walk 


Russell 


Seeley W. Mudd 


Schermerhorn Ext 


Schermerhorn 


Fayerweather 


Philosophy 


Journalism 


Furnald 


Residence Hall 


Butler Library 


Harkness Theatre 


Hamilton 


Hartley 


Livingston 


John Jay 


Medical Seryice 
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Directory: 117th Street 


405-409 University Offices 
11 Maison Francaise 

413 University Offices 

415 Foreign Student Center 
417 Near & Middle East Inst. 
419 University Offices 

42] University Offices 

423 Deutsches Haus 

425-427 University Placement 


429 School of Internat‘! Affairs 
European Institute 


431 Russian Institute 
Program on E Cent Europe 


433 East Asian Institute 
435 Casa Hispanica 


Casa Italiana 


Offices : 435-405 


West 117th Street 


Men's 
Faculty 


Club 
Johnson 


President's 
-House 


West 116th Stree 


King's Crown Hotel 


West 115th Street 


Notre Dame Church 


West 114th Street 


St. Luke’s Hospital 


The Morningside Campus & Environs <—* 
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